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L. GENERAL 


Tills Regulation establishes responsibilities and procedures for the 
development and is^lementation of Emergency Plans to be followed by 
Agency personnel in buildings in the metropolitan ares of Washington, D. C. 


Jhich prescribes the Agency 's policy 


This Regulation supplements 

regarding the development and publication of plans of action to be taken in 
the event of any type of e mer gency situation which night affect the normal 
operation of the Agency. 


POLICY 


a. Emergency Plans will be developed and, executed in aasordaaee with provisions 
of this Regulation for the protection of personnel and classified materials 
in all areas and buildings occupied by activities of the Agency. 

b. The Chief of the Major Com p o nen t whose organisational elements occupy the 
greatest amount of space in a building will be responsible for the 
development and execution ©f the Bnergesncy Plans for all Agency elements 
in that particular building and the immediately surrounding area. If 
principal occupancy is in doubt and tins matter cannot be otherwise resolved, 
it will be referred by the Chiefs of Idle Major Components concerned, to the 
Director of Security for decision. The Chiefs of Major Components include 
the Deputy Directors (Administration), (Plans), (intelligence); the 
Director of Training; the Assistant Director for Ccazmttml cations; the 
Assistant Director far Personnel. 

e. lie Chief of each Major Component, having responsibility for Bnergency 
Flans in accordance with paragraph b above, shall appoint a Building 
Emergency Officer, and Alternate Building Emergency Officer, and when 
necessary, other emergency personnel for each building in which his elements 
have principal occupancy. These persons will assist the Chief of the 
Major Component In the discharge of his responsibility set forth in para- 
graph b above. 
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a. 


Progressive programs of training fear the implementation of Emergency Plans 
will be conducted for all CIA personnel in accordance with the provisions 

of this Regulation. Such programs developed by the Director of Security 

in accordance vith| (rf.ll includ e the distribution of informative 

materials desi^aed to familiarize mashers of CIA with self -protection and 
self -assistance measures and all other such techniques and methods developed 
by Civil Defense authorities for the benefit of the public. 

3. HESPONSIBILITIES 

a. The Chiefs of Major Components having responsibility for Emergency P lans 
for an area or areas are responsible fort 

(1) The orderly and expeditious evacuation of all buildings in their 
jurisdictional area or areas and for the movement of the occupants of 
such buildings to places of safety In case of fire, natural disaster, 
or other emergency and to designated shelter areas in the event of an 
air raid or other enesy acticnj an d 

(2) Keeping the Director csf Security currently informed of the gauges of 
all Building fiaergeney Officers and Alternates. 

b. JhiiMing Emergency Officers will: 

(l) Prepare detailed E m er gency Plans for the evacuation or movement of 
personnel under their jurisdiction to areas of safety in all circum- 
stances of e me rg en cy and for the protection of all classified material 
and equipment in the areas far which they are responsible. The 
Director of Security will provide necessary technical advice and 
assistance to Building Emergency Officers in the preparation of 
Emergency Plans for 13ns areas for which they are responsible . These 
plans will be approved by the Chief of the Major Component responsible 
for the respective area and will be submitted to the Director of 
Security in accordance with paragraph 4a below. After approval by 
the Director of Security such plans will be maintained continuously 
cm a current teals by the Building Emergency Officers concerned . 

( 2 } Upon the : *s;iienoe of any type of emer gen cy , invoke a pprop riate 

measures pursuant to the Emergency Plans established fear thei r res- 
pective areas, subject to tee conditions set forth in par&araih 
5 below. 

(3) l^lement, under tee staff supervision of the Director of Security, 
programs of training and the distribution of Civil Defense information 
and materials. 

4. SUBMISSION OF EMERGENCY PLANS 

a. itaergency Flans prepared by Building Emergency Officers ehai 1 te submitted 
to tee Director of Security for final approval through the Chiefs of tee 
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b, as» following guides will be used in the preparation of Ihergeacj Flans by 

Building Bssrgeaey Officers: 

(li A mmx&l s tatement of the plan, including instructions to ell 

and specific instructions to and duties of designated assistants to 
the Building Emergency Officers. 

( 2 ) Building floor plans Showing shelter areas, and station sites, fir e 
fi ghting equipment, desigsated places of safety, evacuation routes, 
and emergency exits . 

5, asEassscr action 

Upon occurrence of any type of emergency 

«rlate asssures are being imrotosd by the Building Emergency OfTlcer concerned, 
pursuant to the plan, the B uildi ng Emergency omcer or scnecMedesi^/ , • ©d by 
yill prcoptly alert the Co— endin g Officer of the CIA Security Fatro l . 

(The director of Security is the COKsanding Officer of tte security 

On arrival of the CIA Security Fatrol at the site of action, the senior Security 
Patrol Meaner shall act as Ifrergaacy l^rshall sad will be in ^ arac J a f n 53 i 
activities at the site, coordinating the operations of the various Building 
Emergency Officers and the activities of all persons vita: fire flutters am 
others, as appropriate. 


It® ffiE 




5 OF CESJBAL HfEEli; 




H 

L. K .WHITE 
Deputy Director 
(Administration) 
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